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CONCERNING VA 


Shall it be UP to Quality ? 
Shall it be DOWN to Price ? 


st cavi- f 
urgical | E Qu is the outstanding character of 
SAP ; + Castle Sterilizing Equipment. The price 

a is based on how good we can make it. This 

reversal of the all too prevalent policy of 

building down to a price accounts for Castle 

installations in hospitals where compro- 

mise with quality is not tolerated. The fact 

| d is that Castle Sterilizers are selected more 

often than not where price competition is 


qoin Castle Autoclave 
wit wo Pi A i A H n ~ 
ee eee thekeenest. When you insist on Castle you 


Control, Recording Gauge and 


B Safety Adjustable Door. itively. x 
pay no premium for getting the best. 


A line to the Wilmot Castle Co., 1147 
University Ave., Rochester, N. Y. will 
bring you full data. 


FACTI E STERILIZERS 
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CASTLE HOSPITAL EQUIPMENT 


CASTLE has a sterilizer for every hospital require- 


iE ment. Illustrated at left is Battery B. a combination 


of pressure dressing and water sterilizer and non- 
pressure instrument sterilizer. Battery combinations 
can be had as shown or recessed . . . Shown below 
are recessed rectangular pressure sterilizers which can 


be had in many sizes and styles. 


BEDPAN 
STERILIZERS 


Castle Bedpan 


Washers. and Steri- 


of heavy 
brass and bronze, 
they have the pat- 
ented 3 jet washing 
rack. The door is 
water, steam and 


odor tight 


* 


Write for 
Complete Catalog 
of Castle 


Equipment 


OTHER CASTLE PRODUCTS 


NEW PRESSURE-WASHER STERILIZER . . . for instruments. 
NEW REFLUX STILL . . . New Safety for solutions. 

LABORATORY AUTOCLAVES . . . Double and Single Wall. 
BACTERIOLOGICAL INCUBATORS . . . Water Jacketed to 


maintain uniform temperature. 
BLANKET WARMERS . . . Double Walled to conserve heat. 
PORTABLE INSTRUMENT STERILIZERS . . . -In-Bronze, 


**Full-Automatic" control guaranteed leakproof. 
DRESSING DRUMS . . . With and without sliding bands. 
DISINFECTORS . . . Rectangular and Cylindrical. 


CASTLE HUMIDICRIB 


The Humidierib for premature and subnormal infants, pro- 
vides selective temperatures i humidity control for each 
infant, It eliminat e ssity for a rate premature 
room. May be pla n the nursery or elsewhere. Precision 


controls permit the exact environment required by the infant. 


WILMOT CASTLE CO. 


Sterilizer Headquarters: 1177 UNIVERSITY AVENUE, ROCHESTER, N. Y. 
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CASTLE. 


VAGHTS 


June, 


COMPLETE FLEXIBILITY 
FOR EVERY HOSPITAL NEED 


Surgeons prefer Castle Lights because Castle Lights ¢ 
more light of the right quality within the incision with 
less glare on the surface. But that's only half the story. 
The design of every Castle Light is based on the case 


studies of user's requirements—to give maximum ease of 


vision. Shown on this page are a few of the complete line 
of Castle Operating Lights. Write for complete catalogs. 


Castle No. 12 Major 
Light in position for 
Radical Breast Ampu- 
tation, Note angu- 
lated side beam. New 
rotating track mount- 
ing easily and quickly 
permits an infinite 
number of positions 
and angles of light 
beams (not just 2 or 
4), no bothersome up 
and down adjustment 
and no “dead spot" at 
table's center. 


Note in the above illustration that the beam of the Castle No.12 
Major Light is at the correct angle for Vaginal Lithotomy. The 
lamp slides on a rotating track, allowing light to be projected 
at any angle, from any point in a 7' circle. Cool, white shadow- 
less light penetrates deep into cavity with less glare on the 
surface, Light field is approximately 14”, with an intensity of 
approximately 2200 foot candles. Dust free construction for 
futher safety. Note full head room. 


MAJOR TWIN 


LIGHTS 
Jj h o 
THE TWINLITE NO. 30 


NO. 17 EMERGENCY 
Similar to NO. 18 SPOTLIGHT 


THE TWINLITE 
NO. 18 


This isa portable major operating 
light at spotlight cost. No other 


light of this type gives so much 
light with so much adjustability. 
Can be completely rotated; lamp 
heads can be moved in and out; 
tilted forward and back; or moved 
up and down. Entire lamp and 
standard is portable, moving easily 
at a touch, Just the light for a 
limited budget. 

Multiple step reflectors form 56 
complete light cones—more light 
in the incision—yet less surface re- 
flection. All the cool white shadow- 
less light where you want it—when 
you want it. This light is 
ideal for small hospitals, 
and in minor surgeries and 
obstetrical departments. 


Twinlite but for per- 
manent attachment. 
Counter-balanced cross 
arms swing in a circle 
with a 40" radius. 
Light field is 14” in 
diameter. Has surpris- 
ing amount of shadow 
reduction because of 
spacing of two heads. 
Convergence of heads 
easily controlled to 
allow exact superim- 
position of two light 
fields as distance from 
lamp to operating 
field is changed. 


WILMOT CASTLE CO 


1277 UNIVERSITY AVENUE . ROCHESTER, N. Y. 


Self charging battery au 
tomatically furnishes de- 
pendable current when 
power supply fails. Elim- 
ination of moving parts 
guarantees surety of op- 
eration. Has five adjust- 
ments allowing complete 
mobility, all 
controlled out- 
side sterile 
field. Coil 
spring as coun- 
ter weight in 
raising and low- 
ering lamp head 
— hence no ef- 
fort is required 
in changing ele- 
vation 
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“Thanks, Doc” 


Under regulations he would say “Doctor” 
or r"—but in recuperating, a grateful 


heart says, “Thanks, Doc!” He till a bit 
groggy but well enough to appreciate the 
good care he receives in the Service Hospital. 

Whetherryou realize it or not, Mr. Hospital 
Executiv are in good part responsible. 


You have limited your general buying to 


ent Washer-Sterilizer 
ies instruments in one 


Castle Pressure Ins 


s light 
plete 7 


i 
| 1177 UNIVERSITY AVENUE 


CASTLE STERILIZERS 


essentials—you understand and accept the 
inevitable delay in delivery of equipment 
such as Castle Lights and Sterilizers. 

In the better years to come this boy, and 
more like him, will be ever grateful to you 
for the care and attention he now receives. 
He will thank God he comes from a home- 
land where Hospitals and Manufacturers 
have without question or quibble given the 
Government their all so that he may have 
the best that ingenuity and sacrifice can 
provic So, thank you, Mr. Hospital 


COMPANY 


ROCHESTER, N. Y. 


AND LIGHTS 


..- FOR UNLIMITED 
POSITIONING 

IN ALL SURGICAL 
PROCEDURES 


Here’s the world’s first major 
operating table with five articulating 
sections . . . to provide contour- 
correspondence with the patient's five 
anatomical regions: head, spinal, 
pelvic, femoral and lower-leg. 


Now telescoping spinal and femoral sections assure precise posi- 
tioning for patients, short or tall. Thus the Castle Table offers 
unlimited provision for the most favorable surgical exposure 
consistent with physiologic function. 


A movable control cluster lets the anesthesiologist control height, 
longitudinal and lateral tilt, and all the unlimited adjustments, 
with one hand, from a selection of convenient positions. Safety 
features throughout help to make this “the contribution of the 
century in operating table design.” 

write for information on this new concept in tables for major 
surgery. 


Castle 


WILMOT CASTLE CO., 1704-10 E. HENRIETTA RD., ROCHESTER 18, N. Y. 
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CASTLE 
STERILIZERS 


In an Emergency the 


CASTLE 
ELECTRICALLY HEATED 
SPECIALISTS’ OUTFIT 

is Essential 

rain ns Ape redrawn ron 


be handy, and material quickly arranged, so that 
treatment may be administered without delay. 


Castle Specialists’ Outfit 


Composed of 
Instrument Sterilizer, 11” x 6” x 334” 
Water Sterilizer of 2 gallon capacity 
Porcelain Enamel Top Table, 14” x 14” 
Cabinet, 934” x 16” x 14” 
Floor space, 19” x 31” 
is highly efficient in an emergency. The simplicity 
of its design, its compactness and convenient ar- 
rangement make it easy to operate quickly. It is 
also extremely durable. 
Complete illustrated catalogue, describing all types 
and sizes of Castle Sterilizers, together with prices, 
sent on request. 


» WILMOT CASTLE COMPANY 


1154 University Avenue, Rochester, N. Y.,U.S.A, 
"' There's a Castle Sterilizer for Fvery Purpose” 


may be called upon by the Attendings for consultation and 
advice. A Senior shall have the privileges of the Private 
Rooms and Private Wards, and also of the General Wards 
when the patient is referred by him. 
ATTENDINGS ` 
Each Attending shall be responsible for the professional 
work within his Department, both in the Hospital and Dis- 
pensary. 
ASSOCIATES 
An Associate shall be next to the Attending 1n responsibil- 
ity for the Service, and shall have full responsibihty in the 
absence of the Attending. He shall perform such duties 
within the Service as may be assigned to him by the At- 
tending. 
He shall have the privileges of the Private Rooms ahd 
Private Wards for his own patients, but not of the General 
Wards. 


. ASSISTANTS 
An Assistant shall perform such duties within the Service 

as may be assigned to him by the Attending. He shall act as 

Associate when the Associate is acting Attending. 

He shall have the privileges of the Private Rooms and 
Private Wards for his own patients, but not of the General 
Wards. He shall act in the Dispensary as Chief of Clinic 
of the Service to which he is attached. 

C'INICAL ASSISTANTS 

A Clinical Assistant shall act as Assistant to the Chief of 
Clinic in the Dispensary, and in the absence of the Chief 
one of the Clinical Assistants shall be designated acting 
Chief of Clinic. He shall not have the responsibility of the 
Hospital Service at any time, but may be called upon by 
the Attending to perform certain work in the Hospital. 

He shall have the privilege of referring patients to the 
Private Rooms or Private Wards, but such patient shall be 
in charge of the Attending to whom the patient would be 
assigned under the general Hospital Classification. The 
Clinical Assistant may have such share in the management 
of the case as may be permitted by the Attending. 

ADJUNCT STAFF 

The Adjunct Staff shall consist of such Physicians, ap- 
proved by the Trustees, as may be nominated by the At- 
tendings of the several Services from those who have served 
the Hospital faithfully. 

The members of this Staff shall be allowed the privileges 
of the Private Rooms and Private Wards in the Division 
of Specialty which their title designates. 

CONSULTING STAFF 

The Consulting Staff shall consist of such Physicians and 
Surgeons, either general Practitioners or Specialists, as 
may from time to time be deemed advisable by the Board 
of Trustees. They shall be appointed by the Board an- 
nually for a term of one year. They may be called upon 
at any time for consultation. 

They shall have the privilege of visiting the Hospital at 
all times, and of treating their own patients in the Private 
Rooms or Private Wards of the Hospital. 

COURTESY STAFF 

The Courtesy Staff shall consist of such Physicians and 
Surgeons, either general Practitioners or Specialists, as may 
from time to time be deemed advisable by the Board of 
Trustees. They shall be appointed by the Board annually 
for a term of one year. 

They shall have the privilege of visiting the Hospital at 
all times and of treating their own patients in the Private 
Rooms and Private Wards of the Hospital. 

GENERAL RULES 

No member of the Professional Staff shall receive pecuniary 

compensation from a public ward patient under any cir- 
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They Ordered a Castle Sterilizer, 
but in the meantime — 


(The Hospital Superintendent and Surgeon were talking— Series II) 


“Good morning, Doctor." 

“Morning. How's Miss Smith? Sorry to hear she got 
burned with that old sterilizer. How did it happen?” 

“She thought the steam was all out and unscrewed the 
door. It flew open with a bang and scalded her. Lucky the 
door didn't cut loose entirely and hit her.” 

“I should say so. But isn't there a lock on that door?” 

“Why yes, when it is screwed up tight the arms lock it." 

“That all?.:.. And can those arms be unlocked while 
there is steam pressure?.... Good heavens, we are lucky we 
haven't blown the whole surgery up." 

“The new Castle sterilizer will be here soon.” 

“Yes, and I am glad of it, because I understand that 
their door can’t blow open. Unscrewing the handle will 
relieve anv steam pressure, but the safety lock that opens the 
door can’t be thrown until steam pressure is down to zero. 
The Castle man said they never have had an accident.” 


Write for Castle Sterilizer Specifications 


WILMOT CASTLE COMPANY, 1154 University Ave., RocHESTER, N. Y. 


A Bargain big a a 


in Stretchers 
ANNOUNCEMENT 


THE CLINIX AFTER TWO YEARS in the 
X-Ray field is still the only TROLLEYLESS 
and the finest piece of X-Ray Apparatus ever 
thought of. 

THE CLINIX PRINCIPLE is now universally 
accepted. 


n : IT IS PROTECTED by the following: 

aii U. S. Patents December 19, 1911. April 22, 
1913. February 29, 1916. August 7, 1917. Also 
patented in foreign countries. Other patents 


pending. Infringers will be prosecuted. 
Standard U. S. Army Stretchers Beware of infringement as mo other manufacturer is licensed 


With Gov't Standard Slings 


Improved pattern United States Army Stretchers, as adopted 
by the Medical Department of the Army and indorsed by the 
American Association of Industrial Physicians and Surgeons; 
woodwork is all air-dried white ash; feet of malleable iron; 
braces are forged steel; the duck is 12-oz. double filled khaki; 
all metal parts are tinned. Slings are of strong, extra heavy 
webbings, fitted with slide buckles for adjusting length. Length 
7% ft; width, opened, 22 inches; weight 22 pounds cach. 

A better stretcher has never been made. Lay in a supply for 
your emergency work, at this low price. 


$6.00 Each, f. o. b. Pittsburgh 


Discounts on Quantity Orders 


Mine Safety Appliances Co. 


Chamber of Commerce Bldg., Pittsburgh, Pa. 


to use CAMPBELL patents and no reliable manufacturer would 
dare to infringe. 
PRODUCTION OF THE CLINIX is on a larger scale than 
ever before attempted in the manufacture of similar apparatus. 
MANY REFINEMENTS have been added since the CLINIX 
first made its appearance. 

[ Office rent 


The [SAVES | Orisinal investment 


ives 
Compact 


Clinix | BECAUSE it is | £9. 


| Trolleyiess 


: Send for 
Investigate Catalog 


LYNW,MASS., 


What every ward needs 


“The Sterilizer 
that can’t boil 
dry." 


HOSPITAL MANAGEMENT 


O more gloves and in- 

struments burned up 
on the old gas plate. This 
Castle Sterilizer soon pays 
for itself because of its 
automatic cut-off. No fuse 
pins used. 


CASTLE 


Sterili 


rs for Hospitals, Physicians and Dentists 


WILMOT CASTLE CO., 1152 University Ave., Rochester, N. Y. 


S. S. White 
Non-Freezing Nitrous Oxid 


It will not freeze because it 
contains no water to freeze. It 
has no toxic effect; will not 
interfere with the analgesic 
state and is safest and most ef- 
ficient for extended anesthesia. 


S. S. White Non-Freezing 
Nitrous Oxid does away with 
the need of hot towels, lamps 
or other thermic devices to 
keep the apparatus properly 
functioning. It continues to 
flow in the ratio established by 
the operator — saving the time 
and attention necessary to con- 
trol the apparatus when water- 
logged nitrous oxid is used. 


No higher cost to the user. 


Supplied in seamless steel cylin- 
ders with non-leakable valves by all 
Surgical and Dental Supply Houses. 
Our refilling stations insure prompt 
service in any quantity. 


The S.S. White Dental Mfg. Co. 
“Since 1844 the Standard” 
Philadelphia. 


New York Boston Chicago 
Atlanta San Francisco ‘Toronto 
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pital. This precautionary measure obviates a great 
many explanatory letters relative to condition of 
patients. 

All patients are permitted to have one visitor, only 
a week, Sunday is the visiting day and each visito 
is permitted ten minutes. When the patients ar 
dangerously ill, the parents are notified to come to 
the hospital at once and are permitted to visi 
time as long as the critical condition exists 
coming to the hospital enter it at their own r 
are compelled to comply with all of its regulation. 
including vaccination against smallpox, wearing th: 
prescribed caps and gowns and entering only those 
areas to which they are permitted by the hospita 
authorities. 

REGULATION OF EMPLOYES 

The employes working in various activities must 
comply with all of the regulations of the hospitals 
and are not permitted to enter premises other than 
those to which they are assigned. All employes are 
made to feel that they are in a way custodians of the 
patients and, that as these patients are suffering from 
contagious diseases, which are easily transmitted from 
one person to another, they must use their efforts to 
see that rules are not broken. 

The types of new buildings at North Brother Island 
are of cement construction, the buildings being four 
stories high with a central portion devoted to admin- 
istration and domestic purposes and a wing on either 
side each containing four 10-bed wards divided into 
two-bed cubicles. Most of the new buildings face 
the south side and over two-thirds of the wall space 
is represented by French windows, thus ensuring the 
maximum amount of sunlight. 

There are no private or separate rooms, excepting 
quiet rooms in the Hospitals of the Department of 
Health. I am of the opinion that at least 50 per cent 
of the floor space of every contagious disease hos- 
pital should be devoted to separate rooms in order to 
ensure the greatest opportunity for isolation and ob- 
servation of patients pending a final diagnosis or the 
clearing up of certain complicating conditions that are 
adverse to the admission of patients immediately to 
the wards. 


How Beth-El Wins Friends 


(Continued from page 34) 


Here is letter No. 2: 
MEMBERSHIP CARD A GIFT 

"We are sending this note to you because we are 
interested in knowing that you reached home safely 
and we hope that you are gaining right along. We 
want the service of Beth-El Hospital to be fully what 
it should be to every patient who comes to us. We 
feel that we have a very fine corps of nurses who co 
sider it a privilege to care for those who are s 
and we want you to feel that this is uppermost in our 
thoughts and in our plans. 

“Tf there is anything in the way of service that you 
feel would add to the comfort of our patients we 
would be glad if you would tell us about it because 
we do appreciate suggestions, which we assure you 
will have our careful consideration. We want to 
render efficient service at all times so you can recon: 
mend this institution to your friends whole-heartedly. 
We feel that our maternity department is one of the 
best in the state and we want to continue to build it 


sata ob iti al) 
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No. 416 


No more gas plates 
and burned instruments 


ig — Series XIV) 


( The superintendent and the surgical nurse were talki: 


I think we'd better try out a rew 
instrument sterilizers for the surgical 


“Morning, Mis: 
of tl 
floors. ** 


“Tt will be a great relief to get rid of those old dirty gas plates, 
Doctor, but are the electric sterilizers really dependable?”’ 


“Oh, absolutely. I’ve had one of the C. 
for years—good as new. It heats as quickly as gas 
alittle thing inside that cuts off the current before the water 


boils out—almost human. '* 


** But don’t they cost a lot, Doctor 


WT í ; 1 å 
That's the point. They sell for much less than hospital 
r cost in a couple of months be- 


sterilizers, and they save thi 
cause they can’t burn up gloves and instruments. They are 
so convenient that we can hardly afford to be without them. `’ 


“*How many shall I get, then, Doctor, and where?” 


“Better order six and we can buy more if we need them. 
But don’t buy anything but a Castle. That’s the one that has 
the automatic cut-off that I know is dependable. Write Castle, 


and please do it to 


While this is fresh in your minc , write 
for Castle catalog of small sterilizers. ^ 


No. 416-8 


CASTLE 


Complete line of Hospital, Physicians’, Dental and Bacteriological Sterilizers 
WILMOT CASTLE CO., 1154 University Ave., Rochester, N. Y. 
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There’s safety in a good name 


HE name ''Castle" on a sterilizer 

means that the owner has more than 
a sterilizer—he has definite protection 
against faulty or cheap construction. 

Castle sterilizers have been good for 
thirty years—much better this year 
than thirty years ago. They are made 
better from year to year as better meth- 
ods of manufacture and production are 
developed. 

Castle Sterilizers are always most 
dependable. 


| 
| 


A Safe Autoclave 
T IS impossible for even a novice to im- 
properly lock a Castle dressing sterilizer 
door. It will not blow out. 
No air pockets can remain in the ster- 
ilizing chamber to hinder sterilization, The 
operator knows she sterilizes positively. 


This Utensil Lift Works Properly 
THE weight of the loaded tray in the Castle 
<> Utensil Sterilizer is carried on the steel frame 
and not by the walls of the sterilizer. The tr 
will not bind or sag. The cover is raised simul- 


Send for new Hospital Catalog taneously. 
and “Standard Specifications”. It is made with either foot or hydraulic lifting 


device. 


CA 5 L1 L 


Makers of the largest line of Sterilizers for Hospitals, Physicians, Dentists and Laboratories. 


WILMOT CASTLE COMPANY, 1154 University Avenue, Rochester, N. Y. 


e 
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Solution Warmer 


An apparatus to maintain 
saline “solutions at blood 
temperature. 


The emergency comes to any institution which 
will require instant availability of saline solu- 
tion at blood temperature. The new Castle So- 
lution Warmer maintains a constant tempera- 
ture without attention. Solutions are always 
ready. Made of copper, with insulating ma- 
terial, air jacket, electric heat, and thermostatic 
control. Write for details, 


Mu 


Sterilizers and Bacteriological Apparatus 
Wilmot Castle Co., 1154 University Ave., Rochester, N. Y. 


SIMPLICITY 


An installation of Faithorn Case Record 
Forms is complete when the Hospital orders 
a filing cabinet. 


The Faithorn Case Records are the records 
authorized by American College of Surgeons 
in 1916 and now recognized as standard. 


The Faithorn Endurance Folders facilitate 
the filing of the individual records and pro- 
tect the records fróm unnecessary wear. 


The Filing Cabinets sold by The Faithorn 
Company will conform to your present office 
equipment. You may select cabinets of metal 
or wood finished in oak or mahogany. 
We specialize in the particular requirements 
of the Standardized Hospital and would 
be pleased to send you more information. 


THE FAITHORN COMPANY 
Printers and Publishers 
500 Sherman Street, Chicago 
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How to Reduce Construction Costs 
(Continued from page’ 48) 


and generally, the boiler room design may be laid ou: in 
such a way as to insure the most economical installation. 

Portland Cement Association, Chicago.—The successful 
designer of fireproof construction forgets the old way of 
doing things and adjusts his methods to the requirem: nts 
of the newer building materials, many of which have | cen 
developed primarily as fire resistants. By making use o a 
reinforced conc structural frame to carry all the loads 
to which the building is subjected, he is able to elimirate 
heavy exterior masonry walls. He can eliminate 12-inch 
interior masonry bearing walls and substitute in their place 
lighter walls of hollow tile or hollow concrete partition block 
three or four inches thick. He will use metal lath «nd 
portland cement plaster partitions or light partition block 
or tile in place of the old type of wooden partition. 

In the matter of fireproof floor construction the designer 
who thinks in terms of ordinary construction virtually builds 
two floors in one, by imbedding wooden sleepers in the rcin- 
forced concrete floor slab, filling in between the sleepers with 
cinder concrete, then nailing wooden flooring to the sleepers. 
He designs the floor in this manner because it is the nearest 
approach to the wood joist floor, the sleepers taking the place 
of joists. In a word, he can not rid his mind of the old 
type of wood joist floor. The more progressive designer, 
who really understands the principles of fireproof and fire 
resistive construction, selects one of the lighter types of rcin- 
forced concrete floor construction, such as concrete joists and 
metal cores, and applies a floor finish of cement mortar, 
mastic, linoleum, or other material, directly to the surface of 
the structural concrete. His floor is lighter and costs 
than the “two-in-one” floor designed by his less progres: 
brother. Furthermore, he eliminates interior trim where 
possible and depends upon plaster, staining, etc., to obtai 
the interior effects desired. 

SYSTEM “M” CONSTRUCTION 

Van Rensselaer P. Saxe, C. E. Baltimore, Md.—System 

{” steel frame construction fireproofed with stone concrete 
is a most economical form of fireproof construction to be 
used for hospitals and similar classes of buildings. This con- 
struction has been used in the following hospital buildin: 

Mercy Hospital, Baltimore, Md.; Home for Aged and 
Infirm Hebrews, New York City; State Hospital for Crimi- 
nal Insane in Pennsylvania; Johns Hopkins Hospital at 
Baltimore, Md.; Epileptic Colony Hospital Group at Spring- 
field, Md.; The Hospital for Colored Insane at Crownsvill 
Md.; The Union Memorial Hospital at Baltimore, Md; 
Church Home and Infirmary, Baltimore, Md. 

This construction made large savings in the cost of the 
floor construction in these buildings, amounting in some cases 

y eight per cent of the total cost of the buildings. 

ings were made after this construction had bee 
substituted for the original types of fireproof floor construc- 
tion for which the work had been laid out, so that 
savings are not imaginary. The substitution was made $ 
as to carry exactly the same loads as required under 
original layouts and meeting the same engineering requir 
EE Most of the work built with this construction 
been done in large cities having building codes where st 
supervision of designs is maintained, so it can be seen tha 
these savings are not, so to speak, skinned out of 
building but are inherent in the construction itself, wh 
is designed according to American Society of Civil E: 
neers Committee requirements. 

Richard E. Schmidt, Schmidt, Garden & Martin, architect 
Chicago.—A constant search for the most economical for 
of construction over a period of more than twenty-five y« 
has convinced us that reinforced concrete, using steel 
forms, is the cheapest fire resisting construction, especiall 
the metal lath for ceilings is integral with the pans as i 
in one proprietary system, but that does not provide a c 
venient or adequate space for conduits or horizontal p 
under bath rooms, toilets, etc. 

System “M” patented type of reinforced concrete 
structural steel design is suitable for buildings of any hei 
and probably cheaper than standard structural steel fram 
but not as cheap as reinforced concrete of the type descri 
above, There is a considerable saving in form work in 
application of that system, but if the initial cost of 
structural steel required by it is considered it is very doubt 
if this system, as a whole, is as cheap as the reinfor 
concrete construction described. 

Inasmuch as actual proof of costs can only be obtained 
the preparation of drawings and specifications and submitt 
both types to the same contractors simultaneously to ins 
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50% fewer joints 


Pipe fittings on any good hospital 
sterilizer are water tight when new, and 
they usually stay in condition. 


their springing leaks after a few years of 
severe usage. 


A great many of these fittings are now 
eliminated from Caste hospital sterilizers. 
Their place is taken by specially bent pipe 
that cuts down joints and fittings by 50%. 
The chances of leakage, therefore, are 
greatly reduced. And it is a better look- 
ing job. 

Castle refinements in sterilization are 
worthy of your serious consideration. 


CASTLE 


1154 University Avenue, Rochester, N. Y. 


<D 


Send for new specifications 
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“A truly remarkable publication” 


The new Castle catalog will answer 
your sterilizing questions. 


What kind of heat to use? How important are component parts? 

What are the real principles of steam pres- 
sure sterilization? 

When and how should containers be used? 


What are the problems in water, instrument 
“built-in” ili isable? : yere einen 
Are *built-in" sterilizers advisable? and utensil sterilization? 


When is electricity preferable to steam or 
gas? 
Is “direct steam" desirable? 


Should regulator and ejector valves Le What are the factors governing battery 
used? installation? 


'This CasrLE catalog (a 72 page book) is as new 
in its conception as in its printing. It branches out 
into new fields of service and deals with all phases of 
sterilizer installation in a manner never before 
available. 


It gives engineering data and unbiased help and 
advice which are of inestimable value to hospital 
executives and architects, no matter what make of 
sterilizers are used. 


It is an authoratative encyclopaedia instead of a 
mere listing of sterilizers spotted with paragraphs of 
strong praise. Send for a copy. 


The Castle Book Shelf 


The New Catalog Data Sheets 
giving Castle, sterilizer measurements and 
data with location of outlets. 

Detailed Specifications 
an accurate description of the best sterilizer 
construction. 

Sterilizing Technique Series 
Dressing Sterilization Rubber Gloves 


Instrument Sterilization Water Sterilization 
Utensil Sterilization 


Which of these do you want? Have us send 
at least a catalog for reference. 


CASTLE 


Sterilizers for Hospitals, Physicians and Ded" 
1154 University Avenue, Rochester, N. Y 


HOSPITAL MANAGEMENT for September, 1930 


Protection at Every Point 


CASTLE 


WILMOT CASTLE CO., ROCHESTER, NY. 


Ready! 
The New ‘REGAL’ 


Bed-Pan Washer and 
Sterilizer---Built-in Type 


The last word in 
recessed equip- 
ment. It really 
washes and real- 
ly sterilizes Bed- 
Pans. No trouble 
or annoyance. 


Nothing Could Be » a € Wide Finis 


Collar makes 


stallation easy 


Simpler or More Effective bee ——'S s. get 


The “Regal” Door is water, steam and odor — 
tight - yet has no gasket F .P 1 vertical for full 


draining 
The “‘Regal” Rack tips the pan beyond the 
vertical for full draining. 3 powerful water 
I 1 jets, scour inside 
The “Regal” has the same Patented 3-jet ; 
washing system that made the Castle 3 4 Gi TU ed NIE 
*Monarch" hopper type sterilizer so y dun ttum ends 
famous. Three gushing streams scour A x washed also 
all surfaces. È Non-drip door 
with self-allign- 
The “Regal” is the only built-in Sterilizer, ass 
because it alone liberates high pressure 
steam through 3 jets inside the pan. 
— 


oit 


The “Regal” is made also in the Pedestal 
type. 
Porcelain lined 
Trap 
For details and blue prints write Wilmot Castle Co. 
1154 University Ave. Rochester, N. Y. 


CASTLE - 


Worlds Largest Line of Sterilizers 
HOSPITAL MANAGEMENT for September, 1931 


NIPHABLEPSIA... 


S 


More commonly known as snow blindness, Niphablepsia 
often affects the most experienced Arctic traveler. This 
affliction is caused by glare, reflected from the snow. Dark 
glasses are quite often insufficient protection against this 


nervous and ocular stress. 


The effects of glare are no less real because they are less 
obvious. Glare decreases the ability to see, but due to Castle 
engineering, Castle Lights give intense illumination deep 
down in the incision without any appreciable surface glare. 
The design of Castle Lights assures scientific illumination 


- 4 from the viewpoint of the surgeon and the lighting engineer. 


S AFETY T 0 0 ! Castle’s new illustrated catalog “Effortless Vision” is yours 


CASTLE LIGHTS are dependable dur- for the asking. Write for it today. 
ing the most critical operation because 


seven bulbs in use. If one or even two 
bulbs fail during an operation, there W I L M 0 T C A S T L E C 0 M P A N Y 


would still be sufficient illumination. 1273 UNIVERSITY AVE. ROCHESTER, N. Y. 


num- 


“Castle NO. 12 LIGHT...the Correct Light 


enel his light does not have to be adjusted vertically at the Correct Angle 


rhaps capa light por has m e hcc. «nop : 
re at | This feature is made possible by the four multi-cone f E E 0 t 
come llectors, each projecting twenty-eight, non-parallel or cach pera Ion... 
ublic, fones of light . . . so there are 112 different sets 
com- ff light beams, all of which intersect and 
ome berge to make a light so deeply in focus 
30"), that lowering it into the "head 
Bhom” area is unnecessary and impos- 
<fible. That bother and danger are de- 
nitely eliminated 


d s Ko 
ILMOT CASTLE CO. 
073 University Ave., Rochester 7, N.Y. 


ELIMINATES VERTICAL 


Actual photograph of the 
multiple light beams 
showing 30” depth in cor- 
rect focus, diameter of 
which is 14” at every 
point. 


Castle SHOWS 
THE WAY IN ? LIGHTS AND 
AL LIGHTING STERILIZERS 


SURGIC 


n IM iHosPiTAL MANAGEMENT, February, 1946 


gives correct light... 
at the correct angle... 
for each operation... 


Te Castle No. 12 Surgical Light, mounted on a 6- 
foot rotating track, is easily and quickly adjusted to 
provide adequate, shadow-free light from any angle 
at any point in a 6-foot circle . . . along the surgeon's 
“AXIS OF VISION.” 

Versatility and simplicity of operation are built-in 
features of this Major Light. The nurse can point it 
from outside the sterile area, while universal focus 
for any surgical position makes further adjustment 
unnecessary. 

The multiple cone reflectors in the lamphead itself 
drive ample, soft, glareless light deep into the bottom 
of the incision, at the same time lighting the side 
walls with an equal intensity of the same quality 
illumination. 


HOSPITAL MANAGEMENT, August, 1946 


This Castle No. 12 is universally accepted as the 
"working light" for the “working surgeon." For 
further details, write: Wilmot Castle Co., 1273 Uni- 
versity Ave., Rochester 7, N. Y. 


LIGHTS AND 
STERILIZERS 


CASTLE 
LIGHTING 
ENGINEERS 


announce the new 


EXPLOSION-PROOF 


SAFELIGHTS 


Underwriters’ Approved, explosion -proof operating lights 


that actually give superior surgical illumination 


Here are the first operating room lights that truly combine explosion- 
proof safety . . . a superior quality of surgical illumination . . . new 
flexibility and ease of adjustment! 

Ask your Castle dealer to demonstrate these new SAFELIGHTS. 
Then decide for yourself whether Castle SAFELIGHTS create new 


standards of operating safety and illumination! c9 
: =e 


Castle No. 54 SAFE- 


yu t 
N A LIGHT extends out- 
N F ward 4 feet, adjusts 


vertically from 6'8” 
to 4'7”. 


Castle No. 53 SAFELIGHT with Ve 


wall mounting for use where space 
is limited. Castle No. 52 SAFE- 
z LIGHT adjusts ver- 
tically to above head 


USE THIS COUPON FOR FULL DETAILS level or to below level 


of operating table. 


Castle No. 51 SAFE- 
LIGHT (not illus- 


trated) has new ex- 


LIGHTS and STERILIZERS ! p!osionproof lamp- 


head mounted on long 
counterbalanced arm. 


WILMOT CASTLE CO. 
1273 University Ave., Rochester 7, N. Y. 


Please send me full details of the new Castle SAFELIGHTS. 
No obligation. 


Name. 
Hospital 
m oer 


CASTLE LIGHTS gace the tuductry 


A radically new concept in directional control, 


mechanical compactness, improved vision, 


and patient safety is presented in Castle’s 


"60" SERIES 
MAJOR 
SURGICAL 
LIGHTS 


- HEAR THIS — 
Ear canere LIGHT WHERE THE SURGEON NEEDS 
ROBO ] TO SEE —4 fixture so easily moved that the 
surgeon's visual need is instantly met. Without 
breaking sterile technic, any member of the 
surgical team can direct the beam with only 
ounces of pressure on sterilized control handles. 


MULTI-USE CENTER SPOTLIGHT —1n ad- 
dition to 4 major reflectors, an exclusive Center 
Pilot Spotlight provides extra penetrating power 
and an emergency lighting source. Projecting 
an 8-inch pattern deep into the incision, the 
pilot spot also acts as a pre-operative position- 
ing guide to insure visual accuracy of light 
placement. An excellent auxiliary brain light 
€— or independent illuminator for ophthalmic sur- 
No. 61— Dual offset arm without gery. Can be connected to automatic emer- 
vertical adjustment. gency circuit. 


OBJECTIONABLE COUNTER-BALANC- 
ING BALL ELIMINATED — A newly devis- 
ed INTERNAL CAM BALANCE obsoletes the 
conventional ball-type counterweight and pro- 
vides “feather-touch” mechanical controls that 
are self-locking in any position. 


ELIMINATES REPOSITIONING OF 
TABLE-— 4A small central mounting with a 
dual offset arm provides continuing 360? rota- 
tions on 3 axes, without stops. Lamphead may 
be extended, lowered or tilted to any point 
within an 8'3" diameter circle, making it un- 
necessary to move operating table during any 
No. 63 — With vertical adjustment operation. 
and remote control (fea- 
tures which may be added 


to other model) : LIGHTS 
AND STERILIZERS 


WILMOT CASTLE COMPANY, 1801 East Henrietta Road, Rochester 18, New York 
Send data on the “60” Series Lights 


For more information, use postcard on page 105. HOSPITAL MANAGEMENT 


DO YOU HAVE 


ON THE 
OPERATING 
LIGHT? 


— 


If Economy Is Necessary 
Supplement with a Castle Spotlight 


Vhen circumstances prohibit the replacement of inade- 
uate illumination with a large moder: operating unit (like 
‘astle Light No. 10)*, you can at least supplement present 
ighting with this Castle Spotlight. Castle Light No. 40 is de- 
igned to project a cool beam of shadow-reducing light 
aving a maximum intensity in excess of 4000 foot-candles. 
is an inexpensive auxiliary light, it will step-up the effec- 


iveness of your present equipment. 


the No. 40 is sturdily constructed for heavy-duty service. 
sy to focus. Controlled from outside the sterile field. Re- 


ector is specially treated to prevent tarnishing. 


Spotlight is finished in non- 
\ipping white enamel and nickel 
ate. Plugs into any outlet, A. C. 
D. €. * Write for new brocure on 
irgical Illumination. 

ilmot Castle Company, 1271 Uni- 
rsity Ave., Rochester, N. Y. 


CASTLE STERILIZERS 


In addition to Castle Lights, the 
Wilmot Castle Compans the 
recognized leader in sterilization 
ment. Write for “Hospital 
izer Catalog.” 


CASTLE 
U\GHTS 


*PROVED BY AMERICAN COLLEGE OF SURGEONS 


SURGEONS never complain of inadequate 
illumination in the operating room equipped 
with a Castle Spotlight. Supplementing your 
present system (until such time as you can 
get a new Major Castle operating unit), the 
Castle Spotlight throws a cool, intense, shad- 
ow-reducing beam of illumination, giving true 
tissue values. Although this spotlight yields 
over 2500 foot candles, there is but 2° F. 
rise noted on the operating field. The Castle 
Spotlight is fully adjustable. The ideal supple- 
ment to any system of operating illumination. 
Write for interesting illustrated booklet 
“EFFORTLESS VISION” 


WILMOT CASTLE COMPANY 


1271 University Ave. Rochester, N. Y. 


CASTLE 


VAGHTS 


WATER ERILIZERS 


LOOK AT THESE IMPROVEMENTS/ 


AUTOMATIC AIR VALVES 


DURABLE FILTERS 
INSTANTLY ACCESSIBLE | 


SEAMLESS TANKS— 


NO RIVETS SAFETY WATER 


VALVES 


| 


L— [Le C A 


STILL—OPTIONAL 
DIAL TYPE ACCURATE 


THERMOMETERS 


.. DIAL TYPE 
— WATER GAUGES 


NEW TYPE 
FAUCETS 
STERILE, 
UNSTERILE 
MARKERS 
SAFETY PIPING | 
| 
| 
: <> 
Gone are the gauge glasses with their complicated ing porous glass air filters. Durable laboratory type 
mechanism for sterilizing the glass. Note dependable filters affording large filtering area and instantly 
dial-type water level indicators mounted on faucets. accessible for cleaning, complete safety piping, of 
Automatic air release and air intake with se/f-steriliz- course. Full information from Castle or their Agents. 


WILMOT CASTLE COMPANY » e 1175 UNIVERSITY AVE., ROCHESTER, N. Y. 
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CASTLE 


Pressure 
STERILIZER 


Science has long recognized the high efficiency 
of pure dry steam at 250° F.— pathogenic 
spores succumb rapidly at this temperature... 
Castle brings improved safety and simplicity 
to high temperature pressure sterilization — 
making possible a practical technique for 
hospital requirements. Ruggedly built, easy to 
control, providing continuous visible indica- 


tion of correct operation. 


Ask about the new Emergency Pressure Instru- 
ment Sterilizer—a sterile instrument in five 


minutes. 


@ The STEROGAGE readable across the 
room—indicates safe sterilization at a glance. 
It shows the temperature of the coldest spot in 
the chamber with an accuracy within 1° F.—as 
easy for an operator to read as a “stop-and- 


signal. 


@ AUTOMATIC air evacuation! No "vacuum" 
necessary. Forced Air Evacuation automatically 
expels air from the chamber and from mate- 


rials being sterilized. 
@ SELECTIVE temperature control. A “twist 


of the wrist” regulates the temperature to any 


desired degree 


@ SAFETY DOOR cannot forget. The Castle 
door affords complete protection to the oper- 
ator by means of a simple mechanical locking 
device —all working parts exposed. 


Complete information on the entire line of 
Castle Pressure and Non-Pressure Sterilizers 
ready for your request. Wilmot Castle Co., 
Dept. F., University Ave., Rochester, N. Y. 


CASTLE 
Sterilizers 


Steri ELIT is SAFER, SIMPLER WITH THE 


The MODERN HOSPITAL 


Vol. 51, No. 3, September 1938 


COOL, GLARELESS 


LIGHI 


FROM ANY ANGLE 


CASTLE’S CONTRIBUTION TO 
THE MODERN HOSPITAL 


CASTLE's New No. 12 Light for general surgery 
is already famous for its ability to promote a 
more efficient operating technique through bet- 
ter vision. The CASTLE No. 12, the light sensa 
tion at the San Francisco A. M.A. Meeting, is so 
easily adjustable that its beam seems to follow 
your work automatically. The special Castle 
design removes dazzling contrast glare, giving 
color-corrected illumination of highest intensity 
— yet illumination which allows effortless vision 


and minimum eye fatigue. 


6 LIGHT FROM ANY ANGLE. The swivel 
design of fhe mounting makes it possible to 


swing the light in a complete circle. (See dia 
gram insert at lower left.) This means that the 
multiple beams of light may be directed from 
any angle within a 7 ft. circle—side illumina 
tion, even in extreme cases, without the neces 
sity of moving the table. 

@ COLOR of the light is as near daylight as 
is possible—tissues appear in their true ana- 
tomical color. 

@ HEAT in the light field is eliminated by fil 


ters surrounding each bulb 


@ SAFETY. Four independent sources of light 
comprise the multiple illumination. Should one 
bulb burn out, others remain to give adequate 
lighting. 
Complete details of the CASTLE No. 12 and 
other Castle lights for major and supplemen 
d E available on request. Wilmot Castle 
, Dept. E, University Ave., Rochester, N. Y 


CASTLE 
Lights 


ospita] —————————————O - ERE ET 


oe Ready for Emergency and Blackout Lighting? 


Ppor: 
health 
es C 
dde The Castle 
W of 
re of 
E POWER BOX 
od of 
plans, E d ] 
nt is Gives You Simple, Inexpensive 
inan Insurance Against Current Failure 
on] s ^ qu A 
3 nis Because of its low price and positive action 
» per the Power Box is recommended for many 
te locations in a hospital:—the Emergency Room, 
0,000 the Delivery Room, Boiler Room, Telephone 
pa! Switchboard—half a dozen critical points 
675,- s á 
xis where emergency power is essential, and yet 
state where the long life service of the Super Stand- 
1 ard No. 30 Emergency Light is not indicated. 
Dru- 
il of Such fixtures are normally fed by house 
-— power, but at the first sign of power trouble, 
ie . . 
ated the Power Box switches over automatically 
take to its own dry battery power and sustains 
des the load until the emergency is over. 
tua- This unit is extremely compact and has 
dall, : i : 
who The Castle Power Box:—Adequate for 100 watt spot- a" attractive finish. Convenient caster base 
,000 light, or four 25 watt lights at critical spots. Dry batteries gives easy movement from room to room. 
e last a year. Good for 11 to 21 hours emergency use. 
t ‘ 3 7 RE 
i" Power box is equipped with an automatic switch, fuse, No. 30 Super Standard 
rest. battery tester, main switch, complete wiring and 6 watt ish 
vol- pilot bulb for blackout illumination. Emergeney Spotl g É amw 
eek This unit is standard emergency light 
c. Master Emergency Power Unit— equipment for every major surgery. It 
ad 400 to 1000 gives the long life service demanded there. 
Watts It uses stand-by type wet storage batter- 
rice C 2 R ies and is equipped with extra heavy 
of peto moules duty charger that keeps batteries in 
tor These units built to condition automatically. Voltage Balance 
D your own special re- takes place of moving parts. Heavy duty 
D opu sic charger used in place of trickle charger. 
ital ply emergency pow- à s 
ive er for major operat- Batteries take over automatically in 
ent ing lights(400 watts) case of power failure, and also pick up 
“ll Ae room: (3) line voltage drop—thus preventing dimm- 
a. watts), emergency i - 
is room (100 watts), dalivery room (100 watte) ing. Good for 3-4 hours emergency use. 
he and other key positions (25 watts each). Send Battery life normally five years. Send for 
lly us complete data on your emergency needs. complete data. 
ro- 
g, 
| WILMOT CASTLE COMPANY 


1271 University Ave., 


CASTLE 


LL Vol. 58, No. 6, June 1942 


Rochester, N. Y. 


LIGHTS 
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inside 
to the 
spitals. 

Peace 
ierrilla 

caves 
rgical, 


system 


'Gae. there's No Shadow” 


ing from this common occurrence. There’s no neck- 


Watch a major operation that is being done under a 
stle Light. Notice that even when the surgeons’ heads 
almost touch under it, more than enough light gets by 
to light the deepest cavity adequately. 
Projecting the light from a wide area and from many 
angles, the Castle Light is built to avoid shadows result- 


WILMOT CASTLE COMPANY, 


CASTLE 


Vol. 61, No. !, July 1943 


reddening heat either, because of ecial heat filters. 
From every angle it's the kind 

of light a 

kind of light he ean forget when 

he's working under it. 


1271 University Ave., Rochester 7, N. Y. 
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A Castle Planned Installation 


for Greater Efficiency 


Above recessed installation for Central Supply Room: 
20 x 48” DRESSING and Pressure UTENSIL Sterilizer. 
24 x 36 x 48” Rectangular General Purpose Sterilizer for heavy loads and solutions. 
16 x 24” Pressure INSTRUMENT Sterilizer. 
Solution Room: 
REFLUX STILL, 10 gallons per hour, Wall Bracket Mounting. 


A responsibility of our Sales Program is a personalized service in helping you 
plan the correct installation of both Sterilizers and Surgical Lights. 


CASTLE SERVICE—achieved from long experience and knowledge gained from 
representative Hospitals. Whether you plan a new Building—new Addition— 
Improved Facilities, or the replacement, rearrangement and miodérnization of 
present equipment, allow us to make a complete survey of your requirements. We 


have done it for others—we can do it for you. 


We invite your confidence without seeking to place you under the slightest 
obligation. Wilmot Castle Company, 1175 University Avenue, Rochester 7, N. Y. 
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OSPITAL 


So much light 
_.. for so little 


Think of it! A portable light with a 
new ease and range of vertical adjust- 
ment, a greater mobility, and a lamp head 
that tilts and rotates to any angle . . . all 
for about half the cost you would expect 
to pay. 

This new Castle No. 46 can success- 
fully answer every localized lighting 
problem you have. Send today for the 
No. 46 booklet which explains its many 
advantages in detail. Write: Wilmot 
Castle Co., 1271 University Ave., 
Rochester 7, New York. 


LIGHTS AND STERILIZERS 


Vol. 64, No. 5, May 1945 "m 


NEW TECHNIQUES ; 
NEED Castle- /"80 SERIES" TWINLIGHTS 


Specialized lighting is needed today for simultaneous illumi- 


Snap-on sterilizable handles allow surgeon 
or assistant to control lighting themselves. 


nation of separate surgical sites, or to penetrate the blind 
recesses of massive wounds. 

Castle “80 Series" Twinlights meet this need with twin 
inch diameter lampheads mounted on 9-foot tracks, allowing 
light to be beamed to the field from almost any angle. Dual 
angulated beams insure over-all wound coverage, without 
need for constant lamphead positioning. Illumination is 
color-corrected, with shadow and glare reduced to a minimum 
And, the Kryo-Lux Heat Filter—developed as a result of 
studies of the effect of increased temperature on cerebro- 
spinal fluids—makes the “80 Series" one of the coolest 
surgical lights ever built. 


Ask your Castle dealer for full information, or write us. 


Cast ben. AND STERILIZERS 


WILMOT CASTLE CO., 1800-10 E. HENRIETTA RD., ROCHESTER 18, N. Y 


Vol. 95, No. 4, October 1960 


For additional information, use postcard facing back cover. 
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New AKLO” Heat Filter makes 
Cat e Surgical Lights 
the coolest ever ! 


* COOLEST LIGHT! Special-formula glass re- 


moves nearly 100°; of the hot infra-red; only the 
cool “visual” light rays get through 

* NATURAL LIGHT! Aklo-filtered light in 
cludes all the colors of the spectrum in ideal pro 
portion—the closest thing to natural daylight 

* UNIFORM LIGHT! Geometric diffusing pat 


tern, molded right into the glass, breaks up fila- 
ment images, distributes light evenly 


Aklo makes a difference you can actually see and 
feel. It's standard in all new Castle “60 "ries, 
"50" Series, “19” and “24” Lights. Ask your 
Castle Light dealer about it. Or write us 


> p ning Glass W 


LIGHTS AND STERILIZERS 
WILMOT CASTLE CO., 1800-12 E. HENRIETTA RD 
Subsidiary of Ritter Company Inc 

ROCHESTER 18, N. Y 


Vol. 95, No. &, December 1960 For additional information, use postcard facing back corer. 


CASTLE INSTRUMENT STERILIZER— 
CAST BRASS 


Its technique is bacteriologically correct, 
guaranteeing true boiling and sterilizing 
temperatures automatically, without hand 
manipulation. — "Full-Automatic' control 
means a Castle runs itself, automatically 
turning the current up and down but always 
assuring sterilizing safety. On Bakelite feet 
for table top use: C416, $58.00. On floor 
stand: C416S, $78.00. 


CASTLE No. 1 SPOTLIGHT 
Provides ample cool, color-corrected, glareless, 
shadow-free light wherever it is needed most. Al- 
though the operator’s head may be held directly 
in front of the light, a complete spot of illumina- 
tion will still be projected. No. 1 on tripod caster 
base, $51.00; No. 2, wall mounting, $65.00. 


POWERS AND ANDERSON, INC. 


RICHMOND NORFOLK LYNCHBURG ROANOKE, VA. 


j 


P 


/ Accident, Hospital, Sickness 
WHEN ORAL LIVER THERAPY A Gl 
aL VERT US INSURANCE V) 


For Ethical Practitioners Exclusively 
(59,000 POLICIES IN FORCE) 


For 

$5,000.00 accidental death $320 

$25.00 weekly indemnity, accident and sickness per year 
d VM For 

$10,000.00 accidental death $6400 

$50.00 weekly indemnity, accident and sickness per year 
For 

$15,000.00 accidental death $96.00 


$75.00 weekly indemnity, accident and sickness per year 


ALSO HOSPITAL EXPENSE FOR MEMBERS, 
WIVES AND CHILDREN 


42 Years Under the Same Management 


$2,600,000.00 INVESTED ASSETS 
$12,000,000.00 PAID FOR CLAIMS 


$200,000 deposited with State of Nebraska for protection 
of our members. 
Disability need not be incurred in line of duty—benefits 
from the beginning day of disability. 
86c out of each $1.00 gross income 
used for members’ benefit 


Dispensed in 8 oz. bottles 


VALENTINE CO., INC. 
4 ed PHYSICIANS CASUALTY ASSOCIATION 
Richmond, 9, Virginia PHYSICIANS HEALTH ASSOCIATION 
400 First National Bank Building, OMAHA 2, NEBR. 
34 
In writing advertisers, please mention VIRGINIA MEDICAL MONTHLY. 


HOSPITAL MANAGEMENT 


“Worthington Quality” Line 


seton Model K-10 The "Solid C " 9940-A 
rong cle wheels. T The body 

1% cushion rubi 

E tires. All metal Patented adjus 

gear frames, Patented adjust- or treadles, and 

able foot boards. position or rea 


Chairs For Invalids—Machines For Cripples 


The most complete and up-to-date line in the world. Ask for Catalog No. 20 


The Colson Company, Elyria, Ohio, U. S. A. 


For Every Emergency Station 


There is a CASTLE Sterilizer for every first-aid or industrial hos- 
pital, as well as complete equipment for general hospitais. Every need 
and service can be supplied. Many new designs have been added. 


“CASTLE-ROCHESTER” 
STERILIZERS 


Everything from a small instrument sterilizer to an elaborate outfit for taking care of the 
requirements of the biggest institution. We are specialists in equipping hospitals with ster- 


ilizing apparatus. Tell us your needs and we will recommend the right kind of equipment 


Write for Prices 


Send for complete illustrated catalog de- 
scribing full line. Get our quotations. If PME 
your dealer cannot supply you with No. 413 
CASTLE eauipment write to us for imme- 13x5x2% 
diate attention. No. 416 


Wilmot Castle Co. ient 


804 St. Paul St., Rochester, N. Y. 


Makers of the Largest Line of 
Sterilizers for Hospitals, Phy- 


sicians, Dentists and Labora- “Castie-Rochester” 
tories. Electric Sterilizer 


No. 410 


Are They Getting 


MODERN 
LIGHTING 


in The Operating Rooms? 


Inadequate 
Illumination With 
This Castle Spotlight 


Supplement 


CASTLE LIGHT 
e No. 40 
PORTABLE 
SPOTLIGHT 
When circumstances prohibit 
the replacement of inadequate 
illumination with a large mod- 
ern operating unit (like Castle 
Light No. 10*), you can at 
least supplement present light- 
ing with this Castle Spotlight. 
Castle Light No. 40 is de- 
signed to project a cool beam 
of shadow-reducing light having a maximum intensity in ex- 
cess of 4000 foot candles. It gives abundant illumination 
for accurate, effortless vision. 
The No. 40 is sturdily constructed for heavy-duty service. 
Head of the light is controlled from outside 
Reflector is silver-plated 


Easy to focus. 
the sterile field by a special device. 
to prevent tarnishing. 

This Spotlight is finished in non-chipping white enamel and 
Plugs into any outlet, A.C. or D.C. *Write 
for new brochure on surgical illumination. Wilmot Castle 


Company, 1273 University Ave., Rochester, N. Y. 


nickel plate. 


CASTLE STERILIZERS 


In addition to Castle Lights, the Wilmot 
Cur kas beea tthe renidi 
leader in sterilization equipment manufac- 
ture for over 50 years. Write for ""Hos- 
piil Sterilizer Catalog 


CASTLE 


VAGHTS 


APPROVED BY AMERICAN COLLEGE OF SURGEONS 


steam inhaled. For these conditions some of the drugs 
given are compound tincture of benzoin, oil of eucalyptus, 
menthol, thymol, and spirits of camphor. 
Equipment 

Inhalation can with frame. 

Paper bag. 

Spatula. 

Drug and measure. 

Blanket. 
Procedure 

Cut hole in bottom of paper bag to fit tightly over can 
Fill can with hot water to warm it. Carry the rest of 
equipment to bedside. Place frame on table. Put on 
shoulder blanket and raise headrest. Bring in can two 
thirds full of boiling water. Remove cover and add drug, 
stir with spatula and adjust bag, directing open end to- 
ward patient who leans to side of bed, placing face near 
opening. 


IMPROvisEp METHOD OF GIVING A STEAM INHALATION 


In the absence of a special inhaler or atomizer, onc may 
easily use improvised methods with good results. The 
necessary equipment includes a strong paper bag, large 
enough to hold a three pint pitcher, with the narrow side 
cut out to fit under the patient's chin and permit the in- 
troduction of his face into the bag close to the rising 
steam; a three pin pitcher of boiling water: and an enamel 
basin. 

The pitcher is first put into the paper bag. The drug 
is measured, turned into the boiling water in the pitcher, 
stirred, and the mouth of the paper bag rolled tight to 
keep in the steam. It is then carried in the basin to the 
bedside. The patient is instructed to place his face in the 
bag over the pitcher, at the same time fitting the bag 
around his face to prevent escape of the steam. A small 
blanket or turkish towel thrown over his head will still 
further serve this purpose. 

Following the use of benzoin, alcohol or ether will re- 
move the gummy deposit in cleansing utensils. 


VorariLE Drucs 
Amyl Nitrate 

This drug is a vaso-dilator and a muscle depressen 
acts upon the walls of the arteries and bronchi, causing 
them to relax. It is given in angina pectoris and in the 
paroxysms of dyspnoea and in asthma. If given properly 
it acts instanstaneously 

The drug is confined in covered glass ampules contain- 
ing 3-5 minims. It is administered dry, first breaking the 
ampule within the folds of a gauze sponge, or small towel, 
which is held near the patient’s nostrils. Inhalation should 
be slow, with the mouth closed. 

After inhalation it produces a sense of fullness of head 
or sharp headache, flushing of face, and increased heart 
action and respiration for a short time. An over-dose will 
produce cyanosis, cold clammy skin, irregular respiration, 
and death from paralysis of the heart. After inhalation 
the patient should be closely observed. 

Other Drugs 

Aromatic spirits of ammonia and smelling salts mav be 
inhaled from the receptacles in which they are held. They 
are used in faintness as respiratory stimulants. 

Ammonia gas is sometimes used as a stimulant ir ex- 
treme conditions, as heart failure. It is very pungent and 
irritating to the eyes, which should be protected. 


Dry INHALATIONS 


In such inhalation the drug, which is in dry form. is 
ignited and produces a smoky vapor. This is used a: an 
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Ask us about 
Hospital 
Posters 


Hospital Management 


537 South Dearborn Street 
Chicago, IMinois 


CASTLE STERLZERS 


For every HOSPITAL 
need. Outstanding achieve- 
ments in design and con- 
struction have established 
their reputation for Accu- 
racy and Durability 


Information and Engineer- 
ing service available in all 
principal centers in United 
States and Canada. 


WILMOT CASTLE COMPANY 
1254 University Ave. 
Rochester, N. Y. 


cumstances enacted by a law to do less than his best by 
some of his patients, and even his best with the few who 

see him privately gradually becomes not so good as it 
was once. 

"Nobody who has not seen such schemes in practice as 
I have, can realize how odious they are. They destroy 
everything that makes the healing art effective. A new 
face comes between the doctor and the patient, that of 
an inspector or supervising physician, or an insurance hi 
reau bookkeeper, questioning this and that particular, 
without the intimate understanding derived from havinz 
seen and known the patient. At best, the real patient 
the one for whom the mass-production doctor is working, 
whom he must please if he is to live, is not the sick man, 
but an adding machine in the office of a bureaucrat who 
pays the fees out of an insurance fund. This man doesn’t 
care whether the patient lives or dies, only how much he 
costs the fund. And his influence is exerted only in the 
direction of economy and other externals. 

"Supervisors are needed in health insurance organiz 
tions. A good controller or supervisor who brings in mar 
complaints against doctors is a good supervisor—he 
headed for promotion because medical practice has no 
become a business instead of a profession. Thus do we 
destroy a truly healing relationship of which trust and 
confidence is the basis, and substitute a chain-store, cv 
rate imitation, which corrodes curative values needed to 
heal the sick. 

“The system which we now have in the United States 
is not perfect. But I know from personal experience that 
the conditions imposed by health insurance are far wors: 
Health insurance is a type of socialized medicine. It is 
impossible to socialize the doctor unless the business man, 
the banker, and the lawyer are socialized, too. Until the 
time comes, if it ever does come, when we have con 
munism or some form of collectivism, health insurance sim 
ply will not work. Though it applies only to the lower 
income groups, those groups will always feel they are get 
ting less than they ought to get, even if the doctors are 
men of quality having lucrative private practices in addi 
tion to their insurance practice. Like all half-way meas 
ures, it will fail, despite the well-meaning altruism of those 
who sponsor such legislation. They do not realize, as th 
physician does, who has practiced under such a system, 
how destructive it is to quality in medical care. 

“Letters which have come to me recently from forme 
patients in Austria state that conditions are no better now 
than when I left five years ago, but are worse, if any 
thing.” 


—— 
ISSUES NEW STOKER CATALOG 

A 16-page catalog describing the well known Type ! 
center-retort, underfeed stoker has been issued by Com 
bustion Engineering Company, New York. To date ove 
eleven million square feet of boiler heating surface hav 
been fired with this stoker, burning both caking and non 
caking bituminous coals, as well as waste, and solid fuel 
in combination with coal. 

The new catalog contains a complete description o 
every phase of the stoker's construction, operation and 
control. An introductory chapter on the economics o 
buying a stoker and numerous diagrams showing typica 
ash pit and air duct arrangements, as well as application: 
to various types of boilers, have t been included. 


ISSUES SPRAY EQUIPMENT BOOK 
Binks Manufacturing Company, Chicago, has issued à 
new edition of its bulletin describing the complete line o! 
spray equipment made by the company. Helpful sugges 
tions and technical information on the proper equipment 
for various uses are included. Copies may be secured by 
writing the manufacturer. 
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Castle NO. 12 LIGHT...the Correct Light 


This light does not have to be adjusted vertically at the Correct Angle 


because its light beam has such great ‘depth of focus.’ i 
This feature is made possible by the four multi-cone f h 

rellectors, each projecting twenty-eight, non-parallel or Each Operation... 

cones of light . . . so there are 112 different sets 

of light beams, all of which intersect and 

m-rge to make a light so deeply in focus 

(305, that lowering it into the "head 

room"’ area is unnecessary and impos- 

sible. That bother and danger are de- 

finitely eliminated. 

WILMOT CASTLE CO. 

1273 University Ave., Rochester 7, N.Y. 


ELIMINATES VERTICAL 


R E EREE PIR] 


Actual photograph of tho 
multiple light beams 
showing 30” depth in cor- 
rect focus, diameter of 
which is 14" at every 
point. 


THe WAY IN LIGHTS AND 


SURGICAL LIGHTING STERILIZERS 


HOSPITAL MANAGEMENT, October, 1946 


Custle No.12 LIGHT... 


gives correct light... 
at the correct angle... 
for each operation... 
FROM ANY POINT IN A 6-FOOT CIRCLE 


EVERY feature of the Castle No. 12 is designed to 
increase its versatility . . . to meet the unusual as well as the 
routine lighting demands of modern surgery. 

The lamphead itself can be pivoted within its yoke and travelled 
— the length of a seven-foot rotating track . . . to provide cool, 
sted in [E = ae color-corrected, shadow-reducing light from any angle, at any point 
A in a 6-foot circle . . . including dead-center. 

1 send x1 This multiple angulation is just one of the many features that 
Xx : make the Castle No. 12 a real "working light" for the "working 
r. ras surgeon.” For full details, write: Wilmot 
" > Castle Co., 1273 University Ave., 
Rochester 7, N. Y. 


eprints 


Eliminates 
Vertical Adjustment 


LIGHTS AND 
STERILIZERS 


HOSPITAL MANAGEMENT, December, 1946 


First—a superior optical system which permits the utilization of 
lower intensities to provide uniform illumination of all deep cavity surfaces. Quality 
of light, with proper intensity, is the key to better vision. Conventional provisions for 
“step-up” intensities, which tend to produce contrast and eye-fatiguing glare, are 
eliminated as unnecessary... DEMAND CASTLE QUALITY. 


When Light-dome is posi- 


tioned at either extremity of the 
track mounting, no part of its 
assembly will penetrate the haz- 
ardous 5-foot-from-floor area in 
which explosion-proof equipment 


is mandatory. Constant appre- Unsurpassed 


hension and need to check this 
point for safety is completely @ SHADOW REDUCTION 


eliminated ... DEMAND CASTLE @ COLOR CORRECTION 
SAFETY. @ TEMPERATURE CONTROL 


With 0 eracin, table at its lowest horizontal position, the Castle No. 12 Major Light 
p 

provides a constancy of working intensity for an unbroken distance of 24 inches, extending from 

the light pattern at the surgical site towards the light source. This important feature compensates 


for varying tables elevations, and eliminates functional mechanisms for such adjustments... 


DEMAND CASTLE SIMPLICITY. 


WRITE TODAY for complete information and catalog on scientific surgical lighting 
WILMOT CASTLE COMPANY 


$4 ; A 1273 University Ave, Rochester 7, N. Y. 
STERILIZERS AND LIGHTS 


OCTOBER, 1952 


